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in 2022 with funding from 
Columbia University Libraries 


https://archive.org/details/publicbuildingcoOOfibr_0 
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Copyright 1923 by 
FIBREDURO, Inc. 
163 Newport Avenue, Brooklyn, N. Y. 
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IMPORTANT INFORMATION 
Regarding Your Order 





PRICES— 
All fixtures are priced wired, without control 
switches. Decorated units and holders are not 
wired. 
Prices are based on Antique Gold finishes. 
Other finishes extra. 


FINISHES— 
Antique Gold, No. 501, Standard. 
Antique Ivory, No. 508, 10% extra. 
Ivory Light, No. 507, 10% extra. 
Stat. Bronze, No. 511, 15% extra. 
Verdegris, No. 512, 20% extra. 
Gold and Poly., No. 501P, 10% extra. 
Ivory and Poly., No. 508P, 10% extra. 
Gold and Black, No. 501B, 10% extra. 
Burn. Gold, No. 515, 25% extra. 


We will match any other finish from sample. 


PULL CHAIN SOCKETS— 


Supplied instead of keyless sockets at 75c each. 


CANOPY SWITCHES— 
Supplied at $1.25 each. 
All 1-light ceiling rosettes have imbedded sock- 
ets and are attached to ceiling by wood screws. 


HUBBELL RING SOCKETS— 
Supplied at 25c each extra. 


PACKING— 


All fixtures are packed carefully so as to avoid 
breakage in shipment. 


SHIPMENT— 


Always state whether shipment is to be made 
by freight or express. Where no instructions 
are given, our Shipping Department will use 
its own judgment and ship the best way. 


LENGTHS— 


All fixtures priced on lengths as specified. Ex- 
tra lengths of regular finished chain 15c per 
foot extra. 

Heavy welded chain special charge. 


GLASSWARE— 


No glassware included in price of fixture unless 
specified. 


TERMS— 


All prices are quoted f. o. b. factory. 

Packing Charges extra at cost. To firms having 
satisfactory standing with the trade, our terms 
are 2% 10 days, net 30 days. 

When 25% of the amount of bill accompanies 
an order, we will make shipment either c. o. d. 
by Express or Sight Draft B/L attached by 
freight. . 


Designs and Sketches Submitted for Public Building Work 


Send us blue-prints or complete specifications and we will 
gladly prepare layouts, sketches and estimates 
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Every device and me- 
chanical improvement 
that helps to create 
better composition- 
fibre fixtures is  in- 
cluded in the Fibre- 
duro factory as a mat- 
ter of course. 
























The high point of 
manufacturing — effici- 
ency reached by the 
Fibreduro Organiza- 
tion can best be real- 
ized by a visit to the 
factory — where all 
lighting fixture , deal- 
ers are welcome. 





















Fibreduro’s highly 
skilled craftsmanship 
is accentuated by the 
superb, artistic and en- 
during finishes ap- 
plied. Illustrated is a 
48-inch diameter fix- 
ture being sprayed. 
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FIBREDURO CREATIONS 


ENON OID) CAEL 
and in Good Taste’’ 








6072 
1098 Length, 6% inches. 
Length, 9% inches. Spread, 10 inches and 7 Oval. 
Spread, 8 inches. i Finish, Gold and Polychrome or 
Finish, Gold and Polychrome or Ivory and Polychrome. 
Ivory and Polychrome. 


38012A i These Polychrome 
Length, 36 inches. Finishes harmonize with 
Spread, 16 inches. He the various types of 
Finish, Gold and Polychrome. decorative color schemes. 
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6072 (ul 
Spread, 10 inches by 7 inches, oval. 
Depth, 6% inches. 


Antique Gold and Polychrome or 
Ivory and Polychrome. 


2 Lights. - 





1098 ; 3012A 


Back plate, 5 inches diameter. Length, 36 inches. 


Extension, 4 inches. Spread, 16 inches. 
. 4 and 5 Lights. 
Spread, 8 inches. ieee Gri ascnd Pore 
1 and 2 Lights. ntique Gold and Polychrome. 
Antique Gold and Polychrome or 
Ivory and Polychrome. 
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Spread, 18 inches. 

Length, 14% inches. 

4 and 5 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 

Also made for chain suspension, 42 
inches overall. 
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7109 
Length, 36 inches. 
Spread, 14 inches. 
3 and 4 Lights. 
Antique Gold and Polychrome. 
Ivory and Polychrome. 


1098 
Back Plate, 5 inches diameter. 
Extension, 4 inches. 
1 and 2 Lights. 
Antique Gold and Polychrome or 
Ivory and Polychrome. 




















Length, 42 inches. 

Spread, 18 inches. 

4 and 5 Lights. 

Antique Gold and Polychrome. 
Ivory and Polychrome. 


Length, 36 inches. 
4 and 5 Lights. 

Spread, 16 inches. 
Length, 42 inches. 
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1 Light. 















6031 6031A 


Spread, 8% inches. Spread, 14 inches. 
Depth, 7% inches. Depth, 8% inches. 


3 Lights. 4 Lights. 

Antique Gold and Antique Gold and 
Polychrome — or Polychrome or 
Ivory and Poly- Ivory and Poly- 
chrome. chrome. 


Length, 36 inches. 

Spread, 10 inches by 7 inches, oval. 

2 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 


Spread, 8% inches. 
Depth, 5 inches. 


Antique Gold and Polychrome or 
Ivory and Polychrome. 


6071 





7085 


Length, 36 inches. 

Spread, 1214 inches. 

White or Amber Glass Panels in 
basket. 

1 Light. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 
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3001 
Length, 42 inches. 
Spread, 18 inches. 
4 and 6 Lights. 
Antique Gold. 
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Length, 42 inches. jj (| I ; it \ 
8 Lights. Ee Why ft a: : 


24 inches diameter. 
Antique Gold. 
Velour Stem and Tassel. 
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1010 
Back Plate, 7 inches by 5 inches. 
Extension, 5! inches. 
1 Light. 
Antique Gold. 
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3033 


Length, 42 inches. 
Spread, 24 inches. 
6 Lights. 

Antique Gold. 


Velour Stem and Tassel. 
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1002 


Back Plate, 7 inches by 5 inches. 


Extension, 514 inches. 
Spread, 10 inches. 

2 Lights. 

Antique Gold. 
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7002 
Length, 36 inches. 
Spread, 16 inches. 
5 Lights. 

Antique Gold. 





Length, 36 inches. 
Spread, 16 inches. 

6 Lights. 

Antique Gold or Bronze. 
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6003 


Spread, 6 inches. 
Depth, 3 inches. 


1 Light. 


Antique Gold. 





Spread, 5% inches. 


Depth, 5 inches. 
1 Light. 
Antique Gold and 


Black. 
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6001 
Spread, 6 inches and 8 inches. 
Depth, 3 inches. 
1 Light. 
Antique Gold and Polychrome or 
Ivory and Polychrome. 


6082 


Spread, 6 inches. 

Depth, 4% inches. 

1 Light. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 








6045 
Spread, 8 inches. 
Depth, 2% inches. 
1 Light. 
Antique Gold or Ivory. 
Antique Gold and Black. 








6083 


Spread, 5% inches. 

Depth, 4 inches. 

1 Light. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 
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Spread, 9 inches. 

Depth, 4™% inches. 

3 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 
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Spread, 10 inches. 

Depth, 4% inches. 

3 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 


Spread, 11% inches. 
Depth, 6 inches. 

4 Lights. 

Antique Gold. 








Spread, 10% inches diameter. 

Depth, 6™% inches. 

3 Lights. 

Gold and Polychrome or Ivory and 
Polychrome. 
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Spread, 141% inches. 

Depth, 7 inches. 

4 Lights. 

Gold and Polychrome or Ivory and 
Polychrome. 


Spread, 11% inches. 
Depth, 4 inches. 

3 Lights. 

Antique Gold or Ivory. 
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Antique Gold. 

1 Light. 

Depth, 3 inches. 
Spread, 8 inches. 


6027 
Spread, 8 inches. 
Depth, 4% inches. 
1 Light. 
Antique Gold or Bronze. 
Gothic Period Design. 


Spread, 12 inches. 
Depth, 4 inches. 
3 Lights. 

Antique Gold. 


6011 
Same Design as 6018. 
Spread, 18 inches. 
Depth, 8 inches. 
6 Lights. 
Antique Gold. 


Spread, 9 inches. 
Depth, 2 inches. 
1 Light. 

Antique Gold. 





6022 
Spread, 41% inches. 
Depth, 2 inches. 
1 Light. 

Antique Gold. 


Spread, 10 inches by 7 inches, oval. 

Depth, 42 inches. 

2 Lights. 

Ivory and Polychrome or Gold and 
Polvchrome. 


Spread, 9 inches. 
Depth, 5% inches. 

3 Lights. 

Antique Gold or Ivory. 
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Spread, 18 inches. Spread, 16 inches by 9 inches, oval. 
Depth, 7 inches. Depth, 7! inches. 

3 and 6 Lights. 4 Lights. 

Antique Gold. Antique Gold. 





Spread, 19% inches. 
Depth, 10 inches. 

4 Lights. 

Antique Gold. 





Spread, 141% inches. 
Spread, 12% inches. Depth, 7 inches. 


Depth, 5 inches. 4 Lights. 
5 Lights. Gold and Polychrome or Ivory 


Antique Gold or Ivory. Polychrome. 

















FIBREDURO, INc. 














Spread, 19% inches. 
Depth, 8 inches. 

4 and 6 Lights. 
Antique Gold. 


ESS 


Ceiling ring made to take 10, 12, 14 
and 16 inches diameter glass bowls. 

2 Lights. 

Antique Gold. 


Spread, 12 inches. 
Depth, 5 inches. 

4 Lights. 

Antique Gold or Bronze. 


Spread, 28 inches. 
Depth, 10 inches. 
19 Lights. 
Antique Gold. 
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Spread, 18% inches. 

Depth, 12 inches. 

White or Amber Glass Panels. 

6 Lights outside, 2 Lights inside. 
Antique Gold. 

Also made for chain suspension. 
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Ceiling Ring. 

Diameters, 18, 22, 24, 26 inches. 

Made for 14, 16, 18, 20 inches 
diameter Art Glass Paneled Bot- 
tom with Crystal Drapery. 





6088 2 Lights inside. 
Spread, 22 inches. Antique Gold. 
Depth, 1% inches. Also made with 6 Lights imbedded 
8 Lights. 


around ring. 


Antique Gold. 
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6076 


Spread, 12 inches. 
Depth, 8 inches. 

: 3 and 6 Lights. 

6024 Antique Gold or Bronze. 





Spread, 20 inches. 
Depth, 10 inches. 
6 Lights. 

Antique Gold. 
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Back plate, 5 inches diameter. 

Extension, 4 inches. 

Spread, 8 inches. 

1 and 2 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 





Back Plate, 5 inches diameter. 
Extension, 4 inches. 

Spread, 9 inches. 

2 Lights. 

Also made with lights down. 
Antique Gold. 


Back Plate, 12 inches by 6 inches. 

Extension, 6 inches. 

Spread, 10 inches. 

1 and 2 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 


Back Plate, 14 inches by 5 inches. 

Extension, 6 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 
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1098 
Back Plate, 5 inches diameter. 
Extension, 4 inches. 
Spread, 8 inches. 
1 and 2 Lights. 
Antique Gold and Polychrome or 
Ivory and Polychrome. 


Back Plate, 10 inches by 5 inches. 

Extension, 54 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 
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Back Plate, 13 inches by 5 inches. 
Extension, 5 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold and Polychrome. 
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1113 
Back Plate, 13 inches by 4% inches. 
Extension, 4% inches. 
Spread, 9 inches. 
2 and 3 Lights. 
Antique Gold. 


Back Plate, 26 inches 
by 7 inches. 

Extension, 7 inches. 

Spread; 12 inches. 

2 and 3 Lights. 

Antique Gold and 
Polychrome. 


Back Plate, 14 inches by 5 inches. 
Extension, 5 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 


Back Plate, 16 inches by 4 inches. 
Extension, 5% inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 
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1014 
Back Plate, 13 inches by 5 inches. 
Extension, 5 inches. 
Spread, 8 inches. 
2 Lights. 
Antique Gold. 





1059 
Back Plate, 7 inches by 4 inches. 
Extension, 5 inches. 
Spread, 9 inches. 
2 Lights. 
Antique Gold. 





1128 


Back Plate, 8 inches by 6 inches. 
Extension, 7 inches. 

Spread, 10 inches. 

2 Lights. 


Antique Gold. 





Back Plate, 6 inches by 3% inches. 


Extension, 4 inches. 

1 Light. 

Antique Gold or Ivory. 
Also made for drop light. 
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1082 
Back Plate, 9 inches by 6 inches. 
Extension, 6 inches. 
Spread, 10 inches. 
2 and 3 Lights. 
Antique Gold. 





1006 


Back Plate, 12 inches by 4 inches. 
Extension, 6 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 














1002 
Back Plate, 7 inches by 5 inches. 
Extension, 54 inches. 
Spread, 10 inches. 
2 Lights. 
Antique Gold. 


Back Plate, 7 inches by 5 inches. 
Extension, 5 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 





1094 


Back Plate, 6 inches diameter. 


Extension, 8 inches. 
Length, 16 inches. 
3 Lights. 

Antique Gold. 


1010 
Back Plate, 7 inches by 5 inches. 
Extension, 5'4 inches. 
1 Light. 
Antique Gold. 


Back Plate, 9 inches by 5 inches. 
Extension, 5 inches, 

Spread, 10 inches. 

2 Lights. 

Antique Gold and Polychrome. 
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1099 
Back Plate, 12 inches by 7 inches. 
Extension, 7 inches. 
Spread, 11 inches. 
2 and 3 Lights. 
Antique Gold. 





1099A 


Back Plate, 12 inches by 7 inches. 
Extension, 7 inches. 

Spread, 11 inches. 

2 and 3 Lights. 


Antique Gold. 


1095 


Back Plate, 15 inches by 9 inches. 


Extension, 7 inches. 
Spread, 11 inches. 
2 and 3 Lights. 
Antique Gold. 
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1001 


Black Plate, 16 inches by 4 inches. 
Extension, 6 inches. 

Spread, 11 inches. 

2 Lights. 

Antique Gold. 





1101 


Back Plate, 9 inches by 4% inches. 
Extension, 5% inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 
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1012 
Back Plate, 12 inches by 6 inches. 
Extension, 6 inches. ' 4 1087 
Spread, 2 tnches: Back Plate, 12 inches by 5 inches. 
2 Lights. . . if s 
Dance Gold: Extension, 6 inches. 
Spread, 8 inches. 
. | 1 Light. 
Antique Gold. 





Back Plate, 12 inches by 5% inches. 
Extension, 6 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 


1092 


Back Plate, 18 inches by 5% inches. Back Plate, 25 inches by 6 inches. 
Extension, 6 inches. Extension, 6 inches. 

Spread, 12 inches. Spread, 12 inches. 

2 and 3 Lights. 2 and 3 Lights. 

Antique Gold. Antique Gold. 


























1108 
Back Plate, 9% inches by 51% inches. Back Plate, 914 inches by 51% inches. 
Extension, 5% inches. Extension, 54 inches. 
1 Light. Spread, 12 inches. 
Antique Gold or Ivory. 2 Lights. 
Antique Gold. 





Back Plate, 9 inches by 5 inches. 
Extension, 5 inches. 

Spread, 16 inches. 

2 Lights. 

Antique Gold. 
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1103 
1102 Back Plate, 9 inches by 5 inches. 
Back Plate, 5 inches by 5 inches. Extension, 7 inches. 
Extension, 7 inches. Length, 16 inches. 
1 Light. 1 Light. 


Antique Gold. Antique Gold. 
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Back Plate. 8 inches by 41% inches. 
Extension, 5 inches. 
1 Light. y 
Antique Gold. pene EN 
( Back Plate, 64 inches by 414 inches. 
Extension, 4 inches. 
1 Light. 
Antique Gold or Ivory. 





Back Plate, 22 inches by 6 inches. 
Extension, 8 inches. 

Spread, 12 inches. 

2, 3 and 5 Lights. 

Antique Gold. 














Back Plate, 9 inches by 4!2 inches. 
Extension, 514 inches. : : 
Spread, 10 shite Back Plate, 6 inches diameter 
) lights Extension, 6 inches. 
Antique Gold. 1 Light. 

Antique Gold or Ivory. 








Back Plate, 10% inches by 6 inches. 
Extension, 5% inches. 

Spread, 10 inches. 

2 and 3 Lights. 

Antique Gold or Ivory. 
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Back Plate, 6 inches by 4 inches. 
Extension, 5 inches. 

Length, 10 inches. 

1 Light. 

Antique Gold. 





1120 
Back Plate, 15 inches by 9 inches. 
| Extension, 7 inches. 
Spread, 12 inches. 
2 and 3 Lights. 
Antique Gold. 








1126 


Back Plate, 8 inches diameter. 
Length, 23 inches. 
Extension, 10 inches. 


3 Lights. 
Antique Gold. 






































1127 
Back Plate, 15 inches by 9 inches. 
Extension, 9 inches. 
Length, 24 inches. 
5 Lights. 
Antique Gold. 





1072 
Back Plate, 6 inches diameter. 
Extension, 8 inches. 
Length, 18 inches. 
3 Lights. 
Antique Gold. 
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Back Plate, 6 inches by 6 inches. 
Extension, 8 inches. 

Spread, 6 inches. 

2 Lights. 

Antique Gold or Bronze. 
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Back Plate, 17 inches by 4% inches. 
Extension, 6 inches. 

Spread, 11 inches. 

2 and 3 Lights. 

Antique Gold or Bronze. 
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1106 
Back Plate, 8 inches. 
Extension, 15 inches. 
Length, 30 inches. 
7 Lights. 
Antique Gold or Bronze. 
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Back Plate, 11 inches by 10 inches. 
Extension, 8'4 inches. 

Spread, 12 inches. 

4 Lights. 

Antique Gold or Bronze. 





















































Back Plate, 21 inches by 414 inches. 
Extension, 6 inches. 

Spread, 12 inches. 

5 Lights. 
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Length, 60 inches. 

Spread, 20 inches diameter. 

17 inch Crystal Beaded Bowl. 

2 Lights inside of bowl. 

Also made for 6 Lights imbedded 
around ring. 

Antique Gold. 
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Length, 60 inches. 

Spread, 20 inches. 

Iron bands and Compo body. 

6 Lights. 

Antique Gold. 
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Ceiling Ring. 

Diameters, 18, 22, 24, 26 inches. 

Made for 14, 16, 18, 20 inches 
diameter Art Glass Paneled Bot- 
tom with Crystal Drapery. 

2 Lights inside. 

Antique Gold. 

Also made with 6 Lights imbedded 
around ring. 





Length, 42 inches. 

Spread, 20 inches. 

18 inch diameter Art Glass. 
Paneled Bottom. 

6 Lights outside, 2 Lights inside. 
Crystal drapes around body. 
Antique Gold and Polychrome. 
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Length, 48 inches. 

Spread, 22 inches. 

12 Lights. 

Antique Gold and Polychrome. 

Also supplied as Bowl for X-ray 
Lighting. 
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Length, 48 inches. 
Spread, 22 inches. 
12 Lights. 
Antique Gold. 


4001 
Same Design as 4012. 
Length, 42 inches. 
Spread, 20 inches. 
6 and 8 Lights. 
Antique Gold. 


Cole 














FIBREDURO, Inc. 








3005 
Length, 48 inches. 
Spread, 18, 24 and 30 inches. 
White or Amber Glass Panels. 
2 or 4 Lights Inside. 
Also made with imbedded Lights 
around ring. 
























































3008 
Length, 42 inches. 
Spread, 22 inches. 
5 White or Amber Glass Panels. 
3 Lights. 
Antique Gold. 
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6017 
Spread, 18! inches. 
Depth, 12 inches. 
White or Amber Glass Panels. 
6 Lights outside, 2 Lights inside. 
Antique Gold 
Also made for chain suspension. 
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7068 
Length, 48 inches. 
Spread, 30 inches. 
White or Amber Glass Panels. 
8 Lights outside, 4 Lights inside. 
Antique Gold. 
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Back Plate, 9 inches by 4!% inches. 
Extension, 5% inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold. 
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7017 

Length, 5? feet. 

Spread, 42 inches. 

White or Amber Glass Panels. 

12 Lights outside, 4 Lights inside. 
Antique Gold. 
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1121 
Back Plate, 36 inches. 
Extension, 14 inches. 
Spread, 22 inches. 
9 Lights. 
Antique Gold or Bronze. 























FIBREDURO 
for 
Theatres 


For many years FI- 
BREDURO has_ been 
furnishing the lighting 
equipment for theatres 
all over the country. 


The specialized knowl- 
edge that FIBREDURO 
now has can stand you in 
good stead. 


The problem of fur- 
nishing sufficient light 
under the balconies, as 
well as the proper illumi- 
nation from the ceiling, 
FIBREDURO has solved 
—artistically and _ eco- 
nomically. 


If there are any the- 
atres being built in your 
vicinity, get the plans 
and send them to us. 


Our cooperation has 
landed many theatre jobs 
for many dealers. 
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FIBREDURO for Public Building Work 


Hundreds of churches, theatres, 
hospitals, libraries, Masonic Tem- 
ples, schools, banks, city halls, 
Y. M. C. Avs, etc., throughout the 
land attest to the superiority of 
FIBREDURO for public building 
work. 


This is an age of specialization. 
From the very day it lLegan to 
do business, FIBREDURO has 
specialized on public building 
work. 


The designs illustrated in this 
catalog are but typical of the ar- 
tistic character of all FIBRE- 
DURO Creations. 


FIBREDURO will gladly sub- 
mit sketches to conform to the 
architecture of the projected 
building, and equally as impor- 
tant to conform to the appropria- 
tion set aside for lighting. 


Let Fibreduro Help You 
Get Your Share of Public 
Building Work 

Secure from the architects or 
contractors of the buildings going 
up, copies or blueprints of plans 
and specifications, and send them 
to FIBREDURO, together with 
the approximate appropriation 
allotted for lighting. 

FIBREDURO will gladly co- 
operate with you in furnishing de- 
signs and sketches and economical 
estimates. 


Back Plate, 16 inches by 8 inches. 
Arm Extension, 28 inches. 
Antique Gold. 








1124 


Back Plate, 20 inches by 6 inches. 


Arm Extension, 18 inches. 
Antique Gold or Bronze. 






























































1093 
Back Plate, 26 inches by 7 inches 
Extension, 7 inches. 
Spread, 12 inches. 
2 and 3 Lights. 
Antique Gold and Polychrome. 
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7074 
Length, 60 inches. 
Spread, 32 inches. 
White or Amber Glass Panels. 
4 Lights outside, 4 Lights inside. 
Antique Gold and Polychrome. 
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Back Plate, 14 inches by 5 inches. 

Extension, 6 inches. 

Spread, 10 inches. 

2 Lights. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 


Length, 5 feet. 

Spread, 36 inches. 

6 Lights. 

Amber or White Glass Panels. 
Back of open design. 

Antique Gold and Polychrome. 
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1001 Kc 
Back Plate, 16 inches by 4 inches. — 
Extension, 6 inches. aan 
Spread, 11 inches. ES 


2 Lights. 
Antique Gold. 


K 











ar Length, 48 inches. 
@ Spread, 30 inches. 
ke 16-inch Art Glass, Paneled Bottom. 
beau 12 Lights outside, 2 Lights inside. 
| Antique Gold. 
lle 
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7014 
7012 p eee 2 ne 
Length, 48 inches. a ; 


= : 18 Lights. 
Spread, 24 inches. 6 uae 
6 Lights 


6 inch Holder. 
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FORT L Lees. 
\\ ength, 72 inches. 
ee A NN Spread, 54 inches. 
Length, 48 inches. puesesrr ess. 


; 24 Lights. 
Spread, 30 inches. Rare 
12 Lights. 8 inc older. 


SE oig Also made with candle or husk drop 
6 inch Holder. lights. 
Finish Antique Gold. 
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Back Plate, 12 inches by 7 inches. 
Extension, 7 inches. 

Spread, 11 inches. 

2 and 3 Lights. 


Antique Gold. 


Length, 6 feet. 

Spread, 42 inches. 

24 Lights. 

Antique Gold. 

Also made with Candle Lights on 
top of ring. 
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1092 
Back Plate, 25 inches by 6 inches. 
Extension, 6 inches. 
Spread, 12 inches. 
2 and 3 Lights. 
Antique Gold. 
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7030 
Length, 6 feet. 
Spread, 48 inches. 
Bowl, 32 inches diameter. 
32 Candle Lights. 
Also made with Crystal Beaded 
Bowl instead of Compo Bowl. 
Antique Gold. 
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Back Plate, 15 inches by 9 inches. 
Extension, 7 inches. 

Spread, 11 inches. 
2 and 3 Lights. 
Antique Gold. 
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Same Design as 7028. 
Length, 6 feet. | 
Spread, 60 inches. | 
16 Candle Arms. 

Antique Gold. 





Length, 6 feet. 
Spread, 48 inches. 
12 Candle Arms. 
Antique Gold. 
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7105 

Spread, 48 inches. 

Wength, 5 feet. 

Overall Suspension, 10 feet. 

36 Lights outside, 18 Lights inside. 

40 inch diameter Double Crystal 
Beaded Bowl. 

Crystal Chains from top of ring to 
break body. 

Also made in smaller and 
sizes. 

Antique Gold. 


larger 














Back Plate, 12 inches by 7 inches. 
Extension, 7 inches. 

Spread, 11 inches. 

2 and 3 Lights. 

Antique Gold. 
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Length, 6 feet. 

Spread, 48 inches. 

36 Lights, 6 Lights in break body. 

Open work design. 

Supplied with either cross, star or 
leaf design inserts around body. 

Antique Gold. 
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6085 
Length, 42 inches. 
6 inch Holder. 
Ring made for 12, 14, 16 and 18 
inch commercial glass units. 
6 Lights imbedded in Ring. 
Antique Gold. 


7078 

Length, 5 feet. 

Spread, 30 inches. 

12 Lights. 

6 inch Holder suspended from break 
body. 

Tron bands connecting ring to break 
body. 

Antique Gold. 
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6 inch Holder. 
Depth, 8 inches to bottom of Holder. 
Ring made to fit 12, 14, 16, 18 and 

20 inch commercial glass unit. 
Antique Gold. 








3006 
Length, 42 inches. 
6 inch Holder. 
Ring made for 12, 14, 16 and 18 
inch commercial glass unit. 
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6 inch Holder. 

Depth, 8 inches to bottom of Holder. 

Ring made to fit 14 inch and 17 inch 
Ivanhoe Ace commercial glass unit. 


3017 
Length, 42 inches. 
Ring made for 14 and 17 inch Ivan- 
hoe Ace commercial glass unit. 
Antique Gold. 
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6 inch Holder. 

Depth, to bottom of Holder, 8 inches. 
Ring made to fit 12, 14, 16, 18 and 
20 inch commercial glass unit. 

Antique Gold. 


3006 
Length, 42 inches. 
6 inch Holder. 
Ring made for 12, 14, 16 and 18 
inch commercial glass unit. 
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6 inch Holder. 

Depth, 8 inches to bottom of Holder. 
Ring made to fit 12, 14, 16, 18 and 
20 inch commercial glass unit. 

Antique Gold. 
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3036 

Length, 42 inches. 

6 inch Holder. 

Ring made for 12, 14, 16 and 18 
inch diameter commercial glass 
unit. 

Antique Gold. 
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3042 

















| Length, 42 inches. 
an 6 inch Holder. 
3041 Antique Gold. 


Length, 42 inches. 
6 inch Holder. 
Antique Gold. 


| Length, 42 inches. | 
| 6 inch Holder. 
Antique Gold. 
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Length, 42 inches. 

6 inch Holder. 

Antique Gold and Polychrome or 
Ivory and Polychrome. 


3040 
Length, 42 inches. 
6 inch Holder. 
Antique Gold. 








Length, 42 inches. 
4, 6 and 8 inch Holder. 
Antique Gold. 
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: SS Length, 42 inches. 

G 6 inch Holder. 
Antique Gold or Bronze. 

Suspension, 36 inches. 
Lantern, 14 by 8 inches. 
White or Amber Glass Sides. 
Open Bottom. 
Antique Gold. 


Length, 42 inches. 

6 inch Holder. 

Antique Gold or Bronze. 
Gothic Period. 
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10023 
Suspension, 36 inches. 
Lantern, 15 by 8 inches. 
White or Amber Glass Panels. 
Antique Gold. 
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10029 


Suspension, 36 inches. 
Lantern, 15 by 8 inches. 
3 Lights. 

Finish, Antique Gold. 


10031 


Suspension, 36 inches. 
Lantern, 16 by 9 inches. 
Antique Gold. 

White or Amber Glass Panels. 
6 inch Bottom Bowl. 
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10032 
Suspension, 48 inches. 
Lantern, 28 by 17 inches. 
Antique Gold. 
White or Amber Glass Panels. 
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10036 
Suspension, 48 inches. 
Lantern, 24 by 16 inches. 
8 Candle Lights around Rim. 
Open Sides and Bottom. 
Antique Gold. 











en 





FIBREDURO, Inc. 








ES, 


Ge A 
ONTIKZ. 





tan 4 

Suspension, 48 inches. Us ate 

SSN NENT 
D 
(e 


. | / ¥ 
baly 
hy Th Catan 
/ 
3 . N 
Bas Lb 
i 
Toe, . 
™ 
h, 
QO 
A 


Lantern, 28 by 16 inches. Ld 
White or Amber Glass Panels. 


Antique Gold. 


\f 


F, ce) 


10034 
Length, 42 inches. 
Lantern, 28 by 15 inches. 
6 White or Amber Glass Panels. 
Antique Gold. 
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10043 








Suspension, 48 inches. 

Lantern, 24 by 18 inches. 
White or Amber Glass Panels. 
Antique Gold. 


























7001 
Length, 42 inches. 
Spread, 22 inches. 
White or Amber Glass Panels, sides 
and bottom. 
2 Lights. 
Antique Gold. 
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Length, 48 inches. 

Spread, 16, 22 and 26 inches. 

Octagonal semi-indirect bowl. 

White or Amber Glass Panels. 

2 and 4 Lights. 

Also made with 8 imbedded lights 
around band. 

Antique Gold or Bronze. 


10039 
Suspension, 48 inches. 


Lantern Spread, 16, 22 and 26 inches. 


8 White or Amber Glass Panels. 
Antique Gold or Bronze. 
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Back Plate, 17 inches by 4% inches. 
Extension, 6 inches. 

Spread, 11 inches. 

2 and 3 Lights. 

Antique Gold or Bronze. 
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10042 
Suspension, 60 inches. 
Spread, 32 inches. 
Lantern, 40 by 15 inches. 
6 Lights outside, 2 Lights inside. 
6 White or Amber Glass Panels. 
Gothic Period. 
Antique Gold. 























10027 
Length, 60 inches. 
Lantern, 40 by 15 inches. 
6 White or Amber Glass Panels. 
Antique Gold. 
Gothic Period. 
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Suspension, 48 inches. 

Lantern Spread, 16 inches. 

8 White or Amber Glass Panels. 
Antique Gold or Bronze. 
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Suspension, 48 inches. 
Lantern, 32 by 13 inches. 
Antique Gold 

White or Amber Glass Panels 
Byzantine Period. 


4013 
Length, 48 inches. 
Spread, 20 inches. 
6 and 12 Lights. 
6 inch or 10 inch Candles 
Byzantine Period. 
Antique Gold. 
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Back Plate, 21 inches by 4% inches. 
Extension, 6 inches. 

Spread, 12 inches. 

5 Lights. 

























































“Ar + if (Ohare 


ne 





peal |G tas! lt 














Length, 6 feet. 

Spread, 60 inches. 

18 Candle Lights around Ring. 

6 Drop Lights on bottom. 

Open Work Bottom. 

Also made with Glass Panels or solid 
Compo Bowl. 

Antique Gold or Bronze. 
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Spread, 12 inches. 
Depth, 8 inches. 
3 and 6 Lights. 


Antique Gold or Bronze. 
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Length, 48 inches. 

Spread, 24 inches. 

White or Amber Glass Panels. 

6 Lights outside, 2 Lights inside. 
Outside Lights either up or down. 
Antique Gold. 
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Back Plate, 11 inches by 10 inches. 
Extension, 8% inches. 

Spread, 12 inches. 

4 Lights. 

Antique Gold or Bronze. 
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Spread, 24 inches. 

6 Lights outside, 2 Lights inside. 
Antique Gold. 

White or Amber Glass Panels. 
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Suspension, 42 inches. 
Lantern, 22 by 10 inches. 
Antique Gold. 
White or Amber Glass Panels. 
Gothic Period. 

Spread, 18 inches. 

Band, 3 inches wide to take 16 inch 

diameter glass bowl. 
2 Lights. 
Antique Gold or Bronze. 
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Gothic Decoration for any type of 
commercial unit. 











7023 
Length, 42 inches. 
Spread, 20 inches. 
6 Lights. 

Antique Gold. 
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3046 
Gothic Decoration for any type of 
commercial unit. 
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Gothic Decoration for any type of 
commercial unit. 
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